Agenda 

Transportation Advisory Committee 

Tuesday 4/24/07,7:15 P.M. 

Town Hall Annex, FIRST Floor Conference Room 


7:15 Public Comments (for information only) - (10 min) 

7:25 Administration (10 min) 

a. Approval of prior minutes (please review electronic copy before meeting) 

b. Correspondence, Current Project Lists, Rotation List, Outstanding Work 

7:35 New Development exiting to Edgehill near Bishop - All (10 min) 

7:45 Westminster Accident - Elisabeth/All (25 min) 

8:10 2007 Thermoplastic List - Crosswalk Working Group (10 min) 

8:20 Ravine/Academy Recommendations - Howard & Parking WG (10 min) 
8:30 Crosswalk(s) on Warren Recommendations - Crosswalk WG (10 min) 
8:40 One Side Parking Update - Scott/DPW (5 min) 

8:45 George St Warrant Article - Jeff (5 min) 

8:50 TAC Position of Warrant Articles - Ed/all (10 min) 

9:00 Request - Appleton Place One Way - all (10 min) 

9:10 Mass Corridor Ph 1 Update - Laura (5 min) 

9:15 Report: Symmes Subcommittee Meeting - Elisabeth/Laura (10 min) 
9:25 Irving/Pleasant Status/Action - Jeff/DPW (5 min) 

9:30 School Zones - Jeff (10 min) 

9:40 Town News - Planning, DPW, APD (20 min) 

10:00 Adjourn 

Correspondence Received Since 3/27 Meeting 

4/1 - email from Ron Feldman re Blocked Traffic Light on Broadway 
4/2 - card from MPO acknowledging TAC Letter re “Journey to 2030” 

4/11 - email from Jayme Sheriff re Safety near Bishop School; Edgehill Rd 

Correspondence Sent Since 3/27 Meeting 

4/1 - email to Ron Feldman re Blocked Traffic Light on Broadway 
4/2 - email to Brian Sullivan re Doubled Phone Pole Blocking Light 
4/12 - email to Jayme Sheriff re Safety Near Bishop School; Edgehill Rd 


Next Formal Meetings 

5/22/07 - 1 st Floor Conference Room 
6/26/07 - 1 st Floor Conference Room 



